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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 COPENH 00958 08I7I8Z 
70-64 

ACTION OIC-04 

INFO OCT-OI EUR-06 ISO-00 10-14 COA-02 /027 W 

003701 

R08I552Z APR74 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 8784 

UNCLAS COPENHAGEN 0958 

E.O. 1 1652: N/A 
TAGS: OCON, AFIN 

SUBJECT: US-USSR FISHERIES BILATERAL MEETING 
FOR S/FW - COA (SULLIVAN) 

REF: (A) COPENHAGEN 1733 DATTED 7/27/73; (B) STATE 069028 

1. EMBASSY ASSUMES AUTHORIZATION CONTAINED IN REFERENCE (A) 
INCLUDES ALL COSTS IN CONNECTION WITH SUBJECT MEETING, TOTALING 
$449.60, AS REPORTED BY REFERERNCE (B). UNLESS OTHERWISE DIRECTED 
EMBASSY WILL MAKE PAYMENT ACCORDINGLY. 

2. EMBASSY APPRECIATES CAUTIONARY NOTE ON EXPENDITURE OF FUNDS 
PRIOR TO RECEIPT OF FISCAL DATA. 

IN CASE IN QUESTION, EXPENDITURES WERE MADE BY DELEGATES, NOT 
EMBASSY. EMBASSY IS MERELY TRYING TO PICK UP THE USUAL PIECES 
WHICH ARE INEVITABLE WHEN ADVANCE FISCAL DATA IS NOT PROVIDED. 

IN CASE IN QUESTION EMBASSY HAS REQUESTED FISCAL DATA NOT LESS 
THAN FOUR TIMES SINCE LAST JULY. 

EMBASSY OFFICIALS HAVE DONE UTMOST TO EXPLAIN UNSEEMLY DELAY IN 
PAYMENT TO HOTEL MANAGEMENT. 

CROWE 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974COPENH00958 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740080-0220 
From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740460/aaaaccdf.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OIC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) COPENHAGEN 1733 DATTED 7/27/73;, (B) STATE 069028 

Review Action: RELEASED, APPROVED 

Review Authority: smithrj 

Review Comment: n/a 

Review Content Flags: 

Review Date: 27 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 SEP 2002 by BryanSD>; APPROVED <17 DEC 2002 by smithrj> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR FISHERIES BILATERAL MEETING FOR S/FW - COA (SULLIVAN) 

TAGS: OCON, AFIN 
To: STATE 
Type: TE 
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